
NMTS supplies certified welding inspectors and contract quality 
control services for construction welding projects. Based in 
Luther, Michigan, our services are available nationwide. 




Fill your temporary need for a certified welding 
inspector. NMTS supplies certified welding inspectors 
and contract quality control services for construction 
welding projects. Based in Luther, Michigan, our 
services are available nationwide. Backed by more than 
30 years of experience, we specialize in construction 
activity in the petrochemical and power generation 
industries. 



We are flexible with lengths and durations of projects, providing you with economical 
solutions to your welding inspection needs. 



Certified Welding Inspectors 



NMTS seeks out the most qualified inspectors with excellent 
safety records and retains many outstanding inspectors on our 
permanent staff. 




Non-Destructive Testing 

NMTS supplies individuals certified to ASNT-TC1A for 
nondestructive testing. We perform ultrasonic (UT), magnetic 
particle (MT), and liquid penetrant (PT) methods of non- 
destructive testing. 

Quality Control Management 

NMTS can compose a quality control program for your 
organization. We mold a program around any job and put 
together a quality control plan that is custom fitted to any 
entity or contract. You will be sent a trained quality control 
team to work exclusively on your project. 



Ongoing & Completed Projects 



Supplying Certified Welding Inspection Services 




Established in 1993, NMTS is dedicated to 
serving every aspect of your contract quality 
inspection needs through experience and 
integrity. We help contractors around the 
nation fill much-needed temporary positions 
for certified welding inspectors. Our staff of 
qualified employees is the key to the 
success of your project. 



http://www.nmtsinc.com 



